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STATE OF TENNESSEE 
DEPARTMENT OF EDUCATION 
Division of Vocational-Technical Education 

List of Instructional Materials 

March 1 , 1967 



Agriculture 








003-00001 


Farm Motors 


$ 


1.00 


003-00002 


Farm Credit in Vocational Agriculture 




3.00 


Health Occupations 










Hospital Housekeeping Aide 




1.50 




Medical Nursing 




3.00 




Surgical Nursing 




2.00 




Pharmacology 




2.50 




Behavior and Working Relations 




2.00 




Nutrition and Diet in Disease 




3.00 


• 006-00001 


Nursing the Aged 




2.00 


006 -00002 


Mental Nursing 




2.00 


006-00003 


Body Structure and Function 




2.00 


006-00004 


Unit Tests , Practical Nurse Education 




4.00 


006-00005 


Answer Book, Unit Tests 




.25 


006-00006 


Course Outline, Dental Assistant 




2.00 


006-00008 


Mother and Infant Care 




3.00 


006-00009 


Lesson Plans, Nursing of Children 




3.00 


006-00010 


Course Outline, Operating Room Technician 


2.00 



Distributive Education 



005-00001 Public Speaking for Beginners .25 

005-00002 Course of Study for Marketing I 

(Punched-unbound) 5.00 

005-00003 Course of Study for Marketing II 

(Punched-unbound) 5.00 



U.S. DEPARTMENT OF HEALTH, EDUCATION & WELFARE 
OFFICE OF EDUCATION 



THIS DOCUMENT HAS BEEN REPRODUCED EXACTLY AS RECEIVFD FROM THE 
PERSON OR ORGANIZATION ORIGINATING IT. POINTS OF VIEW OR OPINIONS 
STATED DO NOT NECESSARILY REPRESENT OFFICIAL OFFICE OF EDUCATION 
POSITION OR POLICY. 
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Manpower Development and Training 



Guide for Course of Study for: 

012-00001 Power Saw Man 1.25 

012-00003 Woodworking Machine Operator (Entry) 2.00 

012-00004 Millman (Woodworking) 2.00 

012-00005 Electronic Mechanic 1.50 

012-00006 Welder, Combination 2.00 

.012-00007 Upholsterer 2.50 

012-00008 Machinist II, Machine Shop, Machine 

Operator 2.00 

012-00009 Automobile Mechanic 3.00 

012-00012 Handbook for MDT Guidance Personnel 2.5 0 

012-00014 Farmer General 3.00 

Trade and Industrial Education 

Teacher's Handbook, Evening School 2.00 

Shop Instructor's Handbook 3.50 

Cooperative Coordinator's Handbook 3.50 

Schedule of Processes and Assignment 
Sheets for: 

008-00020 Auto Mechanics 2.50 

008-00021 Sheet Metal 1.00 

008-00024 Nurse Aide 1.50 

008-00035 Meatcutting 2.50 

Note: Some of the above publications are available in 
single copies only. For Additional information 
write: 

Vocational Curriculum Laboratory 
Box 1114 

Murfreesboro, Tennessee 3 7130 



